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SPECIAL TO THE MONITOR 


N.D.G. NATIVE WINS STINGER AWARD 


Kevin Murphy of N.D.G., was recently honoured for an outstanding 
season, in helping lead the Concordia Stinger hockey squad to 
their seventh consecutive league title and number three spot 

in Canada. 


Murphy, a former St. Mary's University star before coming to 
Concordia, was voted the Stingers "Most Inspirational Player", 
and also won the team's Corner Man Trophy for his outstanding 
work along the boards. A third year Arts student, Kevin is 
the son of Mrs. Frances Murphy of 5201 Belmore Ave., in N.D.G.. 
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